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AGENDA 
Historic Landmarks Commission Meeting 
Thursday, June 8, 2017 
9:00 a.m. 


Call to Order: Chairman 


. Roll Call 
. Approval of the Minutes 


. New Business 


- REQUEST FOR CERTIFICATE OF APPROPRIATENESS, HC-2017-00015, submitted by 


Gerry Jones, Director of Capital Programs and Facilities, on the behalf of the City of Suffolk, 
property owner, for exterior improvements to property located at 524 North Main Street. The 
property is further identified as Zoning Map 34, Parcel 143, Suffolk Voting Borough, zoned CBD, 
Central Business District, and HC, Historic Conservation Overlay District. 


REQUEST FOR CERTIFICATE OF APPROPRIATENESS HC-2017-00017, submitted by 
Denise and Walter Boyette, property owners, for the replacement of four columns at 104 South Broad 
Street, Zoning Map 34G16(6), Block A, Parcels 4, 5, and 6. The affected area is further identified as 
being located in the Suffolk Voting Borough, zoned RM, Residential Medium District and HC, 
Historic Conservation Overlay District. 


REQUEST FOR CERTIFICATE OF APPROPRIATENESS HC-2017-00020, submitted by 
Alvin Blow, contractor, on the behalf of Melissa Boyd Washington, property owner, to reframe the 
roof, install tin roof tiles, and install handrails to property located at 219 Clay Street. The property is 
further identified as Zoning Map 34, Block A, Parcel 27, Suffolk Voting Borough, zoned RM, 
Residential Medium District, and HC, Historic Conservation Overlay District. 


. Staff Reports 


A. Enforcement Update 
B. Administrative Approvals 


Adjournment 


MINUTES 


HISTORIC LANDMARKS COMMISSION 


May 11, 2017 


9:00 A.M. 


The regular meeting of the Historic Landmarks Commission was held on Thursday, May 
11, 2017, 9:00 a.m., in the Council Chambers of the City Hall, 442 W. Washington Street, 


Suffolk, Virginia, with the following persons present: 


MEMBERS PRESENT: STAFF: 

Randy Hicks David Hainley, Director of Planning & Com. Dev. 
Susan Coley Bob Goumas, Assistant Director of Planning 

John Faircloth Claire Jones, Comprehensive Planning Manager 
Oliver Hobbs Karla Carter, Associate City Attorney 

Walter Boyette Kevin Wyne, Principal Planner 

Edward King Amy Thurston, Planner I 

Vivian Turner Jillian Scott-Hale, Office Assistant 

Mary Austin Darden 

MEMBERS ABSENT: 


Merritt Draper 


The meeting was called to order by Chairman Hicks. The roll was called by Ms. Jones 
and the Chairman was informed that a quorum was present. The minutes of the previous 


meeting were approved as presented. 


REQUEST FOR CERTIFICATE OF APPROPRIATENESS HC-2017-00012, 
submitted by Conley Hall, agent for Thomas Dana, property owner, for the repainting 
of the existing siding, eaves, soffit and foundation, installation of a front stoop railing 
and handrails, installation of a side stoop railing and handrails and replacement of a 
front door with side lights at 310 Bank Street, Zoning Map 34G19, Block A, Parcel 30. 
The affected area is further identified as being located in the Suffolk Voting Borough, 
zoned RM, Residential Medium District and HC, Historic Conservation Overlay 
District. 


The first item of business was introduced by the Chairman, followed by report by Kevin 
Wyne, Principal Planner. Mr. Wyne stated that the property is located on Bank Street, 
between Holladay and Pinner Streets in the Original Suffolk District (1987) of the City’s 
Historic Conservation Overlay District and is zoned RM, Residential Medium Density 
Zoning District. Mr. Wyne described the surrounding area and stated that the subject 
property is a wood framed, asymmetrical three bay, single-family dwelling, with a gable roof, 
brackets in the cornice, pent roofs at the gable ends and a Palladian type window in the front 


gable. The applicant is seeking an after-the-fact approval for the following: 


1. Painting the siding on all sides using Downing Sand (SW 2822) or equivalent from the 
approved Sherwin Williams Victorian Exterior Paint Palette. 

2. Painting the eaves and soffit Chateau Brown (SW 75 10) or equivalent from the 
approved Sherwin Williams Victorian Exterior Paint Palette. 

3. Painting the foundation Roycroft Pewter (SW 2848) or equivalent from the approved 
Sherwin Williams Arts and Crafts Exterior Paint Palette. 

4. Painting the trim, to include window trim and corner boards, white. 

5. The replacement of the wood, six panel, cream door, with a white, two panel steel door 
with glazing. 


6. Replacement of the sidelights to match new door, to be painted white. 


7. The installation of new wooden front step handrails to consist of square balusters, to be 


painted white. 


8. The installation of new stoop landing railings and balusters as well as the new 


Craftsman style door. 


This matter came to the City’s attention in February 2017 when exterior work was observed 
without the required Certificate of Appropriateness (COA). Mr. Wyne provided a photo that 
was taken last month, and noted the work that has been conducted and compared it to the 
violation photo and stated that the only work completed at the time when the photo was taken 
was the installation of the stoop rails and hand railings. Mr. Wyne stated the paint colors are 
in one of the district’s approved color palettes and, compared to its previous state contrast 
well together. As such, staff finds these changes consistent with the district guidelines. Mr. 
Wyne stated that as a part of the application, the applicant has replaced an existing metal 
stoop railing with a wooden railing of similar height and thicker balusters as well as installing 
wooden handrails, to match the stoop railings, on each side of the steps. Both features are 
painted white and match the window trim and corner boards. Due to the baluster and railing 
width of the newly installed elements, they are far more prominent than the simple porch 
columns and roof, and are the dominant feature on the front elevation of the house. The 
installed rail balusters are modern and of a style prevalent during and after the 1980’s. The 
balusters have pointed ends that extend below the bottom cross rail and are prominent from 
street view. In addition to the front stoop changes, the applicant has made similar additions 


to a side stoop. The side stoop is located on the west facing elevation of the rear addition and 


is not visible from the public right-of-way. The changes include the installation of handrails 
on the stoop steps and a railing on the landing. Mr. Wyne reviewed the district guidelines 
regarding entrances and porches which are often the primary focal points of an historic 
building and noted their role in defining the style of the structure. As it pertains to the side 
stoop hand railings and rails, with this alteration not being visible from public view, staff 
believes that these improvements do not radically change this side entryway in a manner that 
disrupts the historic character of the structure. As for the front stoop alterations, the newly 
installed stoop railing and handrails radically change the entryway in a manner that disrupts 
its historic character and methods should be explored to construct these improvements by 
using designs that soften their appearance. It is recommended that the newly installed 
wooden handrails and stoop railing be replaced with something less prominent and more in 
line with the metal railing and handrails that were observed in 1986. Mr. Wyne also stated 
the applicant has replaced an existing six panel wooden door with three lite side lights on 
each side, with a two panel, six lite craftsman style steel door, flanked on each side by five 
lite sidelights. With Craftsman style doors of the proposed type being prevalent throughout 
the district on a variety of architectural styles, including Vernacular like the subject parcel, 
the utilization of one in this case would be appropriate. Mr. Wyne stated that based on the 
findings-of-fact, staff recommends approval of Certificate of Appropriateness, HC-2017- 


00012, with the following conditions: 


1. Paint the siding on all sides using Downing Sand (SW 2822) or equivalent from the 
approved Sherwin Williams Victorian Exterior Paint Palette. 

2. Paint the eaves and soffit Chateau Brown (SW 7510) or equivalent from the approved 
Sherwin Williams Victorian Exterior Paint Palette. 

3. Paint the foundation Roycroft Pewter (SW 2848) or equivalent from the approved 
Sherwin Williams Arts and Crafts Exterior Paint Palette. 


4. Paint trim, to include window trim and corner boards white. 
5. Replace wood, six panel, white door, with a white, two panel steel door with glazing. 
6. Replace sidelights to match new door, to be painted white. 


7. Removed the newly installed wooden front entryway stoop landing railing and step 
handrails and install new metal front entryway step handrails and stoop landing railing, 
similar in design to the style observed in the 1986 survey photo, painted a dark color to 
minimize visual impact to the structure. 

8. Install new wooden side entryway handrails and stoop landing railing to consist of 


square balusters, to be painted white. 


The public hearing was opened. 

There being no speakers in favor or opposition, the public hearing was closed. 

The Commission discussed the overall appearance in regard to the wood versus metal 
railings. Chairman Hicks stated with the new building codes and insurance requirements, the 
Board will probably see more hand railings applications and that a precedent needs to be put 
in place that is consistent for all property owners to follow in the district. Chairman Hicks 
Stated that if options are given, it gives the property owners a multitude of selection of things 


that are appropriate and doable. 


After discussion by the Commission, Commissioner Hobbs made a motion to approve the 
application with staff's recommendations to include metal front porch railings or an 
appropriate wooden railing to be approved by staff; seconded by Commissioner Faircloth and 
approved by a recorded vote of 8-0. 

REQUEST FOR CERTIFICATE OF APPROPRIATENESS HC-2017-00006, 
submitted by Kimberly Brock, property owner, for the repair of the existing front 
porch decking and ceiling, replacement of porch railings, repair to masonry steps, and 
repainting at 216 Pearl Street, Zoning Map 34G18, Block A, Parcel 166. The affected 
area is further identified as being located in the Suffolk Voting Borough, zoned RM, 
Residential Medium District and HC, Historic Conservation Overlay District. 

The next item of business was introduced by the Chairman, followed by report by Amy 
Thurston, Planner I. Ms. Thurston stated that the Historic Landmarks Commission, at its 
meeting of April 13, 2017 tabled consideration of this application, HC2017-06, to allow the 
applicant time to submit a revised proposal with regards to the railings and handrails only. 
Planning Division staff has met with the applicant to discuss appropriate railing and handrail 
options for this property and that a revised proposal was submitted by the applicant. Ms. 
Thurston stated that the applicant provided a letter from her insurance company to support 
her revised application which was included in the staff report. Since the Commission’s last 


meeting, the applicant revised their request to include: 


1. Installation of new wooden front porch railings that are 36 inches in height (as opposed 
to the current height of 40 inches, measured from the floor boards to the top of the 
rail), with a beveled wooden top rail and square balusters that are 3 % inches thick (as 
opposed to the current 1 % -inch balusters). The balusters will be spaced 7 % inches 


apart (as opposed to 5 % inches currently) and the entire balustrade will be painted 


white. 

2. Installation of new wooden handrails on both sides of the front steps that are also 36 
inches in height and would consist of the same balusters and spacing as the revised 
railings. In addition, the handrails would include two (2) wooden square post caps, 
which are shown in the above image on the right, and all elements would be painted 
white. 

3. Installation of one (1) new wooden handrail on the side porch to consist of the same 
balusters, spacing, and post cap of the revised front porch handrails. And all elements 
will be painted white. 


Staff recommends approval of the revised railing design provided that it is consistent with the 
applicant’s proposed image. Ms. Thurston stated that with regard to the handrails, the new 
design is inconsistent with Chapter 5, Section J.2. of the Guidelines which states: “Do not 
remove or radically change entrances and porches which serve to define the building’s 
overall historic character.” The subject property has curved concrete front steps that are 
unique and original to this home; for this reason, any handrails on the front porch should 
align with the curvature of the steps or be so inconspicuous as to not detract from the historic 
entrance. The revised handrails do not follow these guidelines; thus they would cause a 
detrimental effect on the historic integrity of the property. Staff recommends that wrought 
iron handrails be used on both the front and side porches. Ms. Thurston stated that based on 
the above findings-of-fact, staff recommends approval of the following revised actions 


requested by Certificate of Appropriateness, HC-2017-00006, with the conditions noted 


below: 


1. Install new wooden front porch railings that are 36 inches in height (measured from 
the floor boards to the top of the rail), with a beveled wooden top rail and square 
balusters that are 3 2 inches thick. The balusters shall be spaced 7 % inches apart, 
to be consistent with the applicant’s revised proposal image highlighted on the 


bottom left of page three (3). The entire balustrade shall be painted white. 


2. Install new appropriately designed black wrought iron handrails on the front steps. 


An addendum showing the revised design must be approved by the administrator. 


3. Install one (1) new appropriately designed black wrought iron handrail on the side 
porch. An addendum showing the revised design must be approved by .the 


administrator. 


Ms. Thurston also stated that staff recommends approval of the following actions that were 
requested at the April meeting, which includes: 

1. The replacement of a portion of the porch ceiling. 

2. Repairs to the front porch decking. 

3. Repointing of the masonry on the side porch. 

4. Repainting of the exterior trim and decorative elements white. 
The public hearing was opened and speaking in favor of the application was Kimberly Brock, 
property owner. Ms. Brock stated she would like to keep the handrails on the front of the 
porch wooden and in the state that it’s in because it has been secured properly. Ms. Brock 
Stated that the wrought iron that was there before fell apart and degraded right next to the 


concrete. Ms. Brock stated that putting the wrought iron handrails on the side of the house in 
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the dirt would also cause it to degrade faster because it erodes metal very quickly. Ms. Brock 
stated that it is necessary for it to remain wooden and would paint it a color that would not be 
intrusive. Ms. Brock stated that she is accepting of any other ideas. 

There being no more speakers in favor or in opposition, the public hearing was closed. 

The Commission discussed the wrought-iron and existing wooden hand railings on the porch. 
They noted that materials and configuration of the handrails are important aspects to the 
application, particularly with regard to the curvature of the front steps. 

Commissioner Darden made a motion to approve all the items as proposed, including revised 
item #3, as proposed by the applicant. With regard to the front porch rails, item #2, the 
applicant shall work with staff to determine an appropriate hand rail design for the front 
steps, in either wood or metal, with a single rail or two rails such that it does not detract from 
the curvature of the concrete steps. An addendum must be submitted and approved by the 
administrator, seconded by Commissioner Boyette and approved by a recorded vote of 8-0. 


New Business: Enforcement Update 


Donald Bennett, (Planning & Community Development) reported on the following 
properties: 

118 Pinner Street — Property maintenance violation, court case continued until June 1, 2017 
215 Grace Street — Scheduled for court on July 6, 2017 

218 Grace Street — Property maintenance violation dismissed, violations were corrected 


220 Pinner Street — Scheduled for court on June 1 2017 
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209 Pearl Street — Property owner granted extension until May 30, 2017 

223 Bank Street — Court case scheduled for June 1, 2017, property appears to be going to 
foreclosure 

New Business: Zoning Update 

Frederick Sample, (Planning & Community Development) reported on the following 
properties: 

181 N. Main Street — Notice of violation issued 

222 Pinner Street — Case being heard at court June 1 

216 Bank Street — Case being heard at court on June 1 

302 Bank Street — Case being heard at court June 1 

310 Bank Street — Application under Review by HLC 

216 Pearl Street — Application under Review by HLC 

231 Pinner Street — Application under Review 

447 West Washington Street — Application under Review 


There being no further business, the meeting was adjourned at 10:08 a.m. 
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COMMISSION 


Motion: 
To Approve Staff 
recommendations with the 
changes specified 


Motion: 
To Approve 

Staff recommendations with the 

changes specified 


1°: Hobbs 1": Darden 


2": Faircloth 2™: Boyette 


COMMISSIONERS 


Boyette, Walter: Vice-Chairman 


Coley, Susan M. 
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HC-2017-00006 
VOTE: 8 - 0 
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CITY OF SUFFOLK 


442 W. WASHINGTON STREET, P.O. BOX 1858, SUFFOLK, VIRGINIA 23439-1858 


PHONE: (757) 514-4060 FAX: (757) 514-4099 
DEPARTMENT OF 
PLANNING & COMMUNITY DEVELOPMENT 
Division of Planning 
To: Historic Landmarks Commission 
From: Amy Thurston, Planner I 
Date: June 8, 2017 
Subject: REQUEST FOR CERTIFICATE OF APPROPRIATENESS, HC-2017- 


00015, submitted by Gerry Jones, Director of Capital Programs and Facilities, on 
the behalf of the City of Suffolk, property owner, for exterior improvements to 
property located at 524 North Main Street. The property is further identified as 
Zoning Map 34, Parcel 143, Suffolk Voting Borough, zoned CBD, Central 
Business District, and HC, Historic Conservation Overlay District. 


STAFF REPORT 


Overview of the Subject Property and Surrounding Area 


The subject property is located at the corner of East Constance Road and North Main Street, thus 
it is part of the North Main Street District Extension (1998) of the Suffolk Historic Conservation 
Overlay District. According to the National Register of Historic Places Nomination Form, the 
contributing main building is described as having Greek Revival architecture with a brick 
exterior (5-course bond), gable-front fagade, tetrastyle Doric portico, and 12/12 sash windows. 


This building is one of the most culturally and historically significant structures in the Historic 
District because it was formerly the Old Nansemond County Courthouse, which was 
reconstructed circa 1839 following the “Great Fire” of 1837. During the Civil War, this property 
was used as a headquarters, barracks, and jail. Following the Civil War, the building returned to 
its prior use as a courthouse until 1998. In 2010, the property underwent extensive renovations in 
order to be repurposed into the present-day Visitor Center. This property is also significant due 
to its location and context as it marks the beginning of the Historic Entry Corridor along North 
Main Street and it is located adjacent to Riddick’s Folly. 


Case History 


In 2006, a Certificate of Appropriateness, HC-2006-00067, was approved for major renovations 
to the main structure and grounds, and an addition was approved on the rear of the main 
structure. In 2010, an administrative Certificate of Appropriateness, HC-2010-00067AD, was 
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approved to allow the installation of an eight (8) square foot wall sign to be located on the 
retaining wall outside of the Visitor Center. Then in 2011, a Certificate of Appropriateness, 
HC2011-00033, was approved for the construction of a 2,600 square foot open air pavilion and 
associated site features (walkways and patio areas, fencing, benches, refuse receptacles, light 
fixtures, and a brick screen wall) in order to support community events, such as the Farmers 
Market. Due to its success and increased need for storage, the applicant proposes three (3) site 
improvements as part of this application. 


Public Notice 


Public notice of this meeting was published in the newspaper and notices were mailed to 
adjacent property owners. 


Proposed Actions 


The applicant’s request consists of the following improvements: 


I. Enlarge the existing brick storage enclosure (from approximately 175 square feet to 330 
square feet) for the purpose of allowing additional storage of chairs, tables, and other 
items used for events. 


The proposed materials include: 

e Red brick for the building walls and precast concrete caps on the north, east, and 
west elevations, to match the existing materials used on the enclosure. The south 
elevation would consist of a combination of red brick and white fiber cement 
siding, which would match the white fiber cement siding used on the rear of the 
existing main building. 

¢ One (1) set of embossed metal double doors that consist of two (2) panels, to be 
painted white, and trimmed with wood to match the design of the trim used on 
the existing main building. 

¢ Two (2) exterior wall sconces on the south building wall to flank either side of 
the new double doors. The proposed sconces would match the same sconces used 
at the main entrance of the Visitors Center. 

¢ The roof will consist of a low sloping, single ply membrane white roof, similar to 
the design of the roof used on the pavilion. 


2. Construct a new raised concrete and brick paver performance platform (elevated 
approximately 14 inches) that is approximately 113 square feet in area. (The proposed 
performance platform would abut the north wall of the existing storage enclosure and 
replace the portable stage that is currently being used for events. Electrical outlets will 
also be provided for performance-related equipment.) 


3. Construct a new semi-circular open wooden trellis above the performance platform to be 


approximately 173 square feet in area and have a maximum height of 10 % feet, to be 
painted white. 
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Surrounding Characteristics 


As stated, the subject property is located at the intersection of East Constance Road and North 
Main Street. It is located adjacent to Riddick’s Folly and across from the Hilton Garden Inn and 
Conference Center. This area of the Historic District is comprised of a blend of contributing and 
non-contributing residential, commercial, and public uses. Below, please find a description of 
nearby structures, some of which are contributing to the Historic Conservation Overlay District. 


601 North Main Street- Non-contributing McDonald’s restaurant. 
515 North Main Street- Non-contributing Rite Aid store and pharmacy. 


510 North Main Street- Riddick’s Folly; a Greek Revival house constructed circa 1839 
(with Flemish bond style brick fagade, 2 % stories, 3 bay, projecting cross gables with 
tripartite windows, wrap around porch with Ionic columns, corbel-capped chimneys, and 
contributing brick garage in the rear). 


506 North Main Street- Contributing detached Queen Anne house constructed circa 1902. 
100 East Constance Road- Non-contributing Hilton Garden Inn and Conference Center. 
102 Western Avenue- Non-contributing commercial office building. 

Site Modifications 


As outlined in the Proposed Actions, the applicant proposes to enlarge the existing brick storage 
enclosure and construct a new performance platform and trellis, which would abut the rear wall 
of the storage enclosure. A site plan is attached to this report to illustrate the proposed location of 
the aforementioned improvements. 


Applicable Regulations 


A. Suffolk Historic District Design Guidelines 


1. Chapter 1, Section F, Goals within the Historic Conservation Overlay District, 
Appropriate Design of Additions and Alterations for Buildings: Changes to historic 
buildings should be appropriately designed to be compatible with the architecture and 
overall character of the historic district. Additions and alterations to buildings require 
careful design in order to preserve and strengthen the character of the district. 


2. Chapter 5, Section K, Outbuildings: Outbuildings such as storage sheds, detached 
garages, playhouses and other buildings on the same site as a historic residence (in this 
case a public/institutional use) should be designed or maintained to be compatible and 
complimentary with the historic residence (or in this case, the historic main structure). 


3. Chapter 7, Section D, General Application, Architectural Details: Most successful new 
buildings take their clues from historic images and reintroduce and reinterpret these 
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traditional decorative elements within a contemporary context. 


4. Chapter 7, Section D, Materials and Textures: Select materials and textures for a new 
building which are compatible with and complement neighboring buildings. 


5. Chapter 7, Section F, Mercantile Building Guidelines, Materials for New Construction: 
New buildings within the Historic Urban Core and the Historic Entry Corridors should 
be designed and constructed of materials which closely resemble the materials originally 
used on historic buildings. New buildings within the Historic Entry Corridors, which are 
designed to match the residential style typical for this sub-area, should be constructed of 
materials such as brick or clapboard siding. 


B. Secretary of the Interior Standards (Appendix A of the Historic Guidelines) 


Guideline #9: New additions, exterior alterations, or related new construction shall not 
destroy historic materials that characterize the property. The new work shall be differentiated 
from the old and shall be compatible with the massing, size, scale, and architectural features 
to protect the historic integrity of the property and its environment. 


Staff Analysis 


Chapter 7, Section D of the Historic District Design Guidelines states that the design of a new 
building, or in this case accessory structures, should take clues from the existing historic 
structures on the property. New structures in the Historic District should not try to artificially 
mimic historic structures. Instead, they should be planned in such a way that they complement or 
closely resemble the architectural style and materials of existing historic buildings, as 
recommended by Chapter 7, Section F of the Guidelines. Furthermore, the Secretary of the 
Interior Standards state that new work shall be differentiated from the old and shall be 
compatible with the massing, size, scale, and architectural features to protect the historic 
integrity of the property and its environment. 


The proposed size of the expanded storage enclosure, and the proposed size of the new 
performance platform and trellis, is appropriate for this site because these structures should not 
compete with or detract from the historical significance of the existing historic main building. 
All of the proposed materials, which include red brick, concrete caps, white fiber cement siding, 
two panel doors, single ply membrane roof. decorative sconces, and wooden trellis, match the 
existing materials used on the storage enclosure, pavilion, or main building. The proposed design 
is compatible with the Greek Revival architecture of the existing Visitor Center in form and 
materials. The proposed design take cues from neoclassical architecture but will also align with 
the complementary but clearly modern features of the pavilion. Overall, the proposed 
improvements will blend cohesively with the style and architecture of the existing structures on 


the site. Lastly, the proposed improvements will provide valuable site amenities to support and 
enhance the activities of the Visitor Center. 
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Summary and Recommendations 


Based on the above findings-of-fact, staff recommends approval of HC-2017-15 with the 
conditions noted below: 


I. Enlarge the existing brick storage enclosure (by approximately 155 square feet), 
consistent with the applicant’s plans and elevation drawings. The enclosure shall utilize 
the following materials: 


Red brick for the building walls and precast concrete caps on the north, east, and 
west elevations, to match the existing materials used on the enclosure. The south 
elevation shall consist of a combination of red brick and white fiber cement 
siding, to be consistent with the white fiber cement siding used on the rear of the 
existing main building. 

One (1) set of embossed metal double doors that consist of two (2) panels, to be 
painted white, and trimmed with wood to match the design of the trim used on 
the existing main building. 

Two (2) exterior wall sconces on the south building wall to flank either side of 
the new double doors. The sconces shall match the same sconces used at the main 
entrance of the Visitors Center. 

The roof shall consist of a low sloping, single ply membrane white roof, similar 
to the design of the roof used on the pavilion. 


2. Construct a new raised concrete and brick paver performance platform (elevated 
approximately 14 inches) that is approximately 113 square feet in area, consistent with 
the applicant’s plans and elevation drawings. (The platform will abut the north wall of the 
existing storage enclosure and it will include electrical outlets for performance-related 
equipment.) 


3. Construct a new semi-circular open wooden trellis above the performance platform to be 
approximately 173 square feet in area and have a maximum height of 10 % feet, 
consistent with the applicant’s plans and elevation drawings. The trellis shall be painted 


white. 


4. Any additional improvements shall require a Certificate of Appropriateness. 


5. All required permits shall be obtained from the City of Suffolk. 


Attachments 


ee: Gerry Jones, Director of Capital Programs and Facilities 
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Dismal Swamp Interpretive Center (Visitor Center Pavilion) 
Phase fi Improvements 
Project Narrative 


Located on the east side of the Suffolk Visitor Center, the Pavilion serves as the home to several 
City sponsored events such as the Farmer’s Market, private events such as weddings and 
receptions, and various other community events. The project is funded via a HUD-EDI grant. 
The City is proposing additional site improvements that will enhance and compliment the 
various activities at the Visitor Center and Pavilion. The proposed site improvements include 
the following: 


e Repurpose the existing screen wall into a covered storage enclosure to house 
approximately 200 chairs and 25 tables, along with other items, that are used to support 
the activities at the Visitor Center / Pavilion. The west wall of the enclosure (see photo 
4) will also support an information display for the Visitor Center and Pavilion activities. 

¢ Construct a raised, concrete and brick paver performance platform covered by an open 
trellis to support up to 5 persons to entertain or address the gathering of people at the 
Pavilion. 


The existing three-sided brick screen wall (see photo 1) is composed of brick with precast 
concrete caps, and will be extended an additional 8’-0” on each of the side walls. This extension 
will be terminated with another pair of brick piers and cast concrete caps identical to the 
existing. The proposed south wall will be constructed of masonry and faced with clapboard 
siding to match that of the existing rear of the Visitor Center (see photo 2). To maintain 
consistency of design, materials and finishes, the new double doors of the storage enclosure 
will be two panel embossed, painted hollow metal doors and frame, with wood a header and 
surrounds to match those of the Visitor Center. The 280 sq. ft. storage enclosure will be 


covered by a low sloping, single ply membrane roof which will be sympathetic to the design of 
the Visitor Center and Pavilion. 


The new performance stage will be a built up concrete and brick paver platform, elevated 14” 
and located against the north wall of the existing enclosure (see photo 3) and will eliminate the 
need for the portable stage currently used (see photo 5). This wall will serve as the backdrop for 
the stage performers. The stage will be offered shade protection by a decorative, semi-circular 
freestanding wood trellis. Electrical outlets will be provided at the stage to support minimal 
amplification and lighting for performances. 


Please see the attached drawings for design details of the above referenced items. 


HC-2017-00015, 524 North Main Street, Suffolk Visitors Center 


Location of site improvements (indicated in yellow): 


HC-2017-00015, 524 North Main Street, Suffolk Visitors Center 


General design concept: 


Please note that the trellis shown below is rectangular; however, the applicant proposes a semi-circular 
trellis as shown on page 6. 


Continue to next page. 
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Existing brick storage enclosure: 
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HC-2017-00015, 524 North Main Street, Suffolk Visitors Center 


Existing portable performance platform: 
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HC-2017-00015, 524 North Main Street, Suffolk Visitors Center 


Elevation drawings for proposed improvements: 
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HC-2017-00015, 524 North Main Street, Suffolk Visitors Center 


Proposed semi-circular trellis detail: 


Please note that the design rendering on page 2 shows a rectangular trellis; however, the trellis shown 
below is the correct design. 
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Rear of Visitors Center: 


The applicant proposes to use the same white fiber cement siding shown below on the rear of the 
Visitors Center on the south elevation of the enlarged storage enclosure. 


CITY OF SUFFOLK 


442 W. WASHINGTON STREET, P.O. BOX 1858, SUFFOLK, VIRGINIA 23439-1858 


PHONE: (757) 514-4060 FAX: (757) 514-4099 
DEPARTMENT OF 
PLANNING & COMMUNITY DEVELOPMENT 
Division of Planning 
To: Historic Landmarks Commission 
From: Kevin M. Wyne, AICP, Principal Planner 
Date: June 8, 2017 
Subject: REQUEST FOR CERTIFICATE OF APPROPRIATENESS HC-2017- 


00017, submitted by Denise and Walter Boyette, property owners, for the 
replacement of four columns and column bases at 104 South Broad Street, Zoning 
Map 34G16(6), Block A, Parcels 4, 5, and 6. The affected area is further 
identified as being located in the Suffolk Voting Borough, zoned RM, Residential 
Medium District and HC, Historic Conservation Overlay District. 


STAFF REPORT 


Overview of the Subject Property and Surrounding Area 


The property is located within the West End Historic District (2004). Set approximately four 
blocks west of the Original Suffolk Historic District, the West End is a residential neighborhood 
located within the City of Suffolk. The West End neighborhood is roughly bounded by the 
Seaboard Coast Line Railroad to the north, the Norfolk & Western Railroad (N & W) to the 
south, Linden Avenue, Wellons Street and Pender Street to the east, and Brewer Street and 
Causey Avenue on the west. The streets are laid out in a perpendicular grid pattern fronted by 
long rectangular housing lots. Linden Avenue is unique in that it is the widest street within the 
West End neighborhood and the only street divided by a landscaped median. The wood-frame 
and masonry dwellings are set back from the roads with sidewalks and landscaped yards 
buffering them from the public right-of-ways. Nearly all of the lots have driveways and 
freestanding garages. 


The majority of the buildings in this neighborhood date from the last decade of the 19th century 
through the first four decades of the 20th century, and display the fashionable architectural styles 
of the period in which they were constructed. There are a few examples dating from the third 
quarter of the 19th century that proceed the area's major period of development. The dominant 
forms and styles, albeit vernacular, include Italianate, Queen Anne, Colonial Revival, Classical 
Revival, Tudor Revival, Bungalow/Craftsman, and American Foursquare. Single-family 
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dwellings dominated the area initially with a few multiple-family dwellings beginning to appear 
in the second quarter of the 20th century. The West End neighborhood is also home to several 
churches and some early- and late-20th-century commercial development. 


The home at 104 South Broad Street serves as a superb example of the Colonial Revival style. 
Built in 1907, this two-and-a-half-story, stretcher-bond brick house features a full-width two- 
story Classical Revival porch with a center forward extension supported by fluted Corinthian 
columns and pilasters with a balustrade roofline. The house exhibits three-bay-wide projecting 
cross gables on the side elevations with full denticulated pediments and center semi-circular 
windows. An ornate heavy wood cornice wraps around the hipped-roof dwelling. A balcony is 
set above the central entry on the fagade and the entry is comprised of a two-leaf glass and 
paneled door with an elliptical transom and patterned multi-light tracery sidelights. The windows 
and entry openings have flat arch lintels with keystones and the original windows on the side and 
rear elevations are double-hung with a nine-light upper sash over a one-light lower sash. The 
inset rectangular panels between the stories and window bays are decorated with inset brick and 
stone designs. 


Case History 


On July 18, 2012, the property received a conditional use permit from City Council to operate a 
Bed and Breakfast at the residence. Additionally, in January 2017, the property received an 
administrative Certificate of Appropriateness (HC2016-0003AD) related to the in-kind 
replacement of deteriorated capitals on four columns. Upon the attempted installation of these 
capitals, it was determined that these four columns have deteriorated beyond repair and were no 
longer structurally sufficient to carry the load required of them. 


Public Notice 


Public notice of this meeting was published in the newspaper and notices were mailed to 
adjacent property owners. 


Proposed Actions 


The applicant is requesting permission to replace four, failing wood columns and column bases 
located on the front porch of the home. The current Corinthian columns are rounded and 24 
inches wide at their base. The columns are fluted, 23 feet in height, and taper slightly as they rise 
to the capitals. Recent approval to replace the plaster capitals with new plaster capitals revealed 
that four columns are deteriorated beyond repair. The new columns will match the existing in 
dimension and detail; however, they will consist of different materials. Specifically, the current 
columns consist of wood. The replacement columns will consist of a fiberglass composite. 


Contractor’s Statement 


In support of the application, the applicant provided a contractor’s statement from Mr. Frank 
Nowland, with Sea-Quental Marketing, Inc., a Class A contractor. Mr. Nowland has inspected 
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the four columns in question and has determined that the columns have rotted beyond repair and 
are no longer suited to serve the required load bearing purposes. 


Surrounding Characteristics 


A detailed description of adjacent and nearby properties is provided below. 


102 South Broad Street - Located adjacent and to the left of the subject property; a two 
and two-and-a-half-story, Queen Anne home with a wraparound porch and weatherboard 
siding constructed circa 1900. 


108 South Broad Street — Located adjacent and to the right of the subject property; a two- 
and-a-half-story, four bay Queen Anne with weatherboard siding and an open porch with 
Tuscan columns, constructed circa 1895. 


107 South Broad Street — Located immediately across South Broad Street, to the west of 
the subject property; a two-and-a-half-story, weatherboard sided, Colonial Revival 
structure with a wraparound porch, constructed circa 1907. 


601 West Washington Street — Oxford United Methodist Church. This church sits at the 
southwest corner of South Broad and West Washington Streets, and immediately across 
South Broad Street (to the west) of the subject parcel. The two-story Gothic Revival 
church is brick, constructed in s Flemish 9-Course pattern, constructed circa 1922. 


The remainder of the block consists of six Colonial Revival homes and one Queen Anne 
structure constructed in 1895 or shortly thereafter. The block also contains a Craftsman 
Bungalow, constructed after 1920 at 118 South Broad Street and two non-contributing duplex 
structures at 113 and 115 South Broad Street built in the mid 1950’s. 

Site Modifications 


The applicant does not propose any site modifications as part of this application. 


Applicable Regulations 


A. Suffolk Historic District Design Guidelines 


1. Chapter 4, Section E.2, Columns/Pilasters, E.2.a. Background: Columns and pilasters 
are a common design element of historic buildings, usually appearing as free-standing 
elements on porches or as fagade elements. Columns historically are based on classical 
orders and proportions based on original Greek or Roman designs. 


2. Chapter 4, Section E.2, Columns/Pilasters, E.2.b. Guidelines for Columns and 
Pilasters: 


e Where columns and pilasters exist as part of the exterior of an historic 
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building they will be preserved and maintained. 

e Care should be exercised to maintain the original details, as these are 
difficult and costly to correctly replace. 

e Where details must be replaced due to deterioration, new capitals, bases, 
and shafts should be found which match the original details and are 
faithful replicas of traditional column designs. 


3. Chapter 4, Section E, Decorative Features: Decorative features such as columns, 


cornices, window trim, and details provide much of the stylistic character of historic 
buildings. These elements usually work together to form a particular historic style. 
Preservation of decorative features is critical to preserving the character and 
appearance of an historic building. 


Chapter 4, Section F.2 Wood Materials, F.2.b, Guidelines for Wood Materials: 


e Replace wood elements only when they are rotten beyond repair. Match 
the original in material and design or use substitute materials that convey 
the same visual appearance. 

e Materials other than historic materials which may replicate the qualities 
of the original may be acceptable as substitutes if the Historic 
Landmarks Commission determines that the substitute or synthetic 
material will produce the overall character, appearance, and 
performance. 


Chapter 5, Section J, Residential Porches and Entrances: Entrances and porches are 
often the primary focal points of an historic building. In addition to being functional 
and ceremonial, elements for all buildings, their decoration and articulation, help 
define the style of the structure. For residential buildings, porches have traditionally 
served as a social gathering point as well as a transition area between the exterior and 
interior. The retention of porches is critical to maintaining the integrity of the historic 
dwelling’s original design. 


6. Chapter 5, Section J.2, Guidelines for Residential Porches: 


e Do not strip entrances and porches of historic material and details. 

¢ Do not remove or radically change entrances and porches which serve to define the 
building’s overall historic character. 

e Avoid: adding “Colonial” decorative elements, such as broken pediments, columns, 
and pilasters, installing decorative iron supports, and replacing wood steps with 
concrete steps. 


B. Secretary of the Interior Standards 


The Secretary of the Interior Standards, which are included in Appendix A of the Historic 
Guidelines, encourage the repair and preservation of existing historic materials and character 
defining elements. Where replacement is determined to be necessary, the new feature shall 
match the old in design, color, texture, and other visual qualities and, where possible, 
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materials. The design of replacement features shall also be substantiated by documentary, 
physical, or pictorial evidence. Changes that create a false sense of historical development 
are strongly discouraged. 


Staff Analysis 


The applicants are proposing to replace four existing wooden Corinthian columns that have been 
determined to be beyond repair upon inspection by a Class A contractor. The columns, which 
will consist of a fiberglass composite material, will be painted white to match the current 
columns and match the existing in dimension and detail. The reason for the change in materials, 
as stated by the applicant, is that the new wood elements lack the durability of historic materials. 


Colonial Revival structures borrowed ornamental elements from a variety of other architecturally 
significant styles, most commonly Georgian, Federal and Greek Revival features. Entrances to 
these structures are among their most important features. Specifically, columned porticos are 
common on Colonial Revival structures and a hallmark of the style. As with any historic 
structure, and even more specifically with Colonial Revivals, front entryways are prominent and 
important features on structures and care should be taken when replacing features that highlight 
their importance, such as columns. The applicant has provided evidence that the four columns 
slated for replacement have deteriorated beyond repair and must be replaced. Unfortunately, the 
material used to construct the columns in the early 1900’s is no longer readily available. As such, 
a fiberglass composite material has been identified by the applicant to meet the needs of 
replicating the design and profile of the original columns while offering the durability that was 
realized by the original features. 


As mentioned above, the replacement columns as proposed will incorporate all the design 
elements observed by the original columns. Chapter 4 of the District Guidelines state the 
following: “Where details must be replaced due to deterioration, new capitals, bases, and shafts 
should be found which match the original details and are faithful replicas of traditional column 
designs.” While the new materials will not match the original wood, the details will be replicated 
and most importantly, the proposed columns will profile similarly to the columns they are 
replacing as well as the remaining columns original to the structure. While replacement with like 
materials is preferred, the Historic District Guidelines to allow for the consideration of synthetic 
materials provided that overall appearance, detail, profile, and performance can be realized. 
Specifically, Chapter 4, Section F.2.b. of the District Guidelines states that “Materials other than 
historic materials which may replicate the qualities of the original may be acceptable as 
substitutes if the Historic Landmarks Commission determines that the substitute or synthetic 
material will produce the overall character, appearance, and performance.” With the proposal 
taking particular care in matching the details depicted on the original columns, staff finds the 
replacement columns to be appropriate and align with the guidance found with the District 
Guidelines and Secretary of Interior Standards as well as the regulations found within the 
Unified Development Ordinance. 


Summary and Recommendations 


Based on the above findings-of-fact, staff recommends approval of the following completed 
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actions requested by Certificate of Appropriateness, HC-2017-00017, with the conditions noted 
below: 


1. Replace four wooden Corinthian column shafts and bases with four matching Corinthian 
column shafts and bases of a fiberglass composite material. 


2. Paint the newly installed columns white, to match the existing remaining columns. 
3. Any additional improvements shall require a Certificate of Appropriateness. 


4. All required permits shall be obtained from the City of Suffolk. 


Attachments 


ce: Mickey and Denise Boyette, property owners 
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CITY OF SUFFOLK 


442 W. WASHINGTON STREET, P.O. BOX 1858, SUFFOLK, VIRGINIA 23439-1858 


PHONE: (757) 514-4060 FAX: (757) 514-4099 
DEPARTMENT OF 
PLANNING & COMMUNITY DEVELOPMENT 
Division of Planning 
To: Historic Landmarks Commission 
From: Amy Thurston, Planner I 
Date: June 8, 2017 
Subject: REQUEST FOR CERTIFICATE OF APPROPRIATENESS HC-2017- 


00020, submitted by Alvin Blow, contractor, on the behalf of Melissa Boyd 
Washington, property owner, to reframe the roof, install tin roof tiles, and install 
handrails to property located at 219 Clay Street. The property is further identified 
as Zoning Map 34, Block A, Parcel 27, Suffolk Voting Borough, zoned RM, 
Residential Medium District, and HC, Historic Conservation Overlay District. 


STAFF REPORT 


Overview of the Subject Property and Surrounding Area 


The subject property is located on the 200 block of Clay Street, within the Original Suffolk 
Historic District, which was created in 1987. According to the National Register of Historic 
Places Inventory, nearly two-thirds of the homes on Clay Street are Queen Anne-style dwellings 
with asymmetrical massing and steeply-pitched hipped roofs. Many of these homes feature an 
asymmetrical projecting bay or dormer, which further defines their Queen Anne-style; the 
subject property is one the strongest examples of this on Clay Street. Other architectural styles 
include Colonial Revival, American Foursquare, and Bungalow. All of the homes on Clay Street 
were constructed in the early twentieth century and are considered contributing the Historic 
District. Although many of these buildings have experienced minor exterior changes since their 
period of significance, this area of the Historic District has a cohesive historic impression. 


According to the National Register of Historic Places Nomination Form, the subject property is 
noted as a detached two-story Queen Anne home constructed circa 1905. It is described as 
having a wood frame, weatherboard siding, three (3) bays (asymmetrical), hipped roof with 
pressed tin, one front gable, a cantilevered dormer with fishscale shingles, and a Palladian motif 
window. The front porch is a Vernacular style with Ionic columns, classical entablature and 
dentils. 
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Case History 


The subject property recently experienced substantial fire damage and associated water damage. 
A Property Maintenance Inspection, PMI2017-00421, was completed on March 22, 2017, 
indicating fire damage. No prior Certificates of Appropriateness are on file for this property. 


Public Notice 


Public notice of this meeting was published in the newspaper and notices were mailed to 
adjacent property owners. 


Proposed Actions 


The applicant’s request consists of the following items: 

1. Reframe the main roof and re-sheet roof where necessary in order to restore it back to its 
previous condition prior to the fire damage. 

2. Install new pressed tin roof tiles on the main roof and dormer in order to restore it back to 
its previous condition prior to fire damage. The material used shall be consistent with the 
applicant’s sample material provided. 

3. Install new black metal handrails on both sides of the front steps, to be consistent with the 
applicant’s photos. 


Condition Statement 
Alvin Blow of A & B Custom Design, LLC, submitted a condition statement indicating that this 


home was involved in a fire and sustained substantial fire and water damage to the roof and attic 
space. 


Surrounding Characteristics 


As stated, all of the homes on the 200 block of Clay Street are contributing to the Historic 
District. A detailed description of adjacent and nearby properties is provided below. 


215-215 % Clay Street - Detached Queen-Anne duplex constructed circa 1905 featuring 
a truncated hipped roof with standing seam metal. 


216 Clay Street - Detached Queen-Anne home constructed circa 1910 featuring a hipped 
roof with standing seam metal and lower cross gables. 


217 Clay Street — Detached Queen-Anne home constructed circa 1905 featuring a hipped 
roof with lower cross gable and pressed tin. 


222 Clay Street - Detached Queen-Anne home constructed circa 1910 featuring a hipped 
roof with lower cross gable and asbestos shingles. 


223 Clay Street — Detached Queen-Anne home constructed circa 1910 featuring a cross 
gable roof with standing seam metal. 
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2017 
224 Clay Street —- Detached Queen-Anne home constructed circa 1910 featuring a cross 
gable roof with pressed tin. 


225 Clay Street — Detached Queen-Anne home constructed circa 1900 featuring a hipped 
roof with lower cross gable and asphalt shingles. 


Site Modifications 


The applicant does not propose any site modifications as part of this application. 


Applicable Regulations 


A. Suffolk Historic District Design Guidelines 


Le 


Chapter 4, Section G.2 Guidelines for Architectural Metals: Metal is the preferred 
material for roofs in areas where metal roofs are prevalent. 


Chapter 5, Section I.1 Designs: Roofs are one of the key character-defining elements of 
the style of the house. The type of roof covering is also important in defining the 
character, formality, structure, and texture of the house and the street. Consequently, 
historic roofing materials should be preserved and maintained. 


Chapter 5, Section I.4 Preserve Historic Roof Materials: When replacing a roof, match 
original materials as closely as possible. Avoid, for example, replacing a standing seam 
metal roof with asphalt shingles, as this would dramatically alter the building’s 
appearance. 


Chapter 5, Section I.7 Roofing Materials for Replacement Roofs: Traditional roofing 
material such as standing seam metal are preferred over asphalt shingles but are not 
required. 


Chapter 5, Section I.9 Condition Statement: A signed statement, with exhibits, from a 
licensed general contractor stating the condition of the existing roof is required as 
supporting documentation for any application. 


Chapter 5, Section J.2 Guidelines for Residential Porches: Do not remove or radically 
change entrances and porches which serve to define the building’s overall historic 
character. 


B. Secretary of the Interior Standards 


The Secretary of the Interior Standards, which are included in Appendix A of the Historic 
Guidelines, encourage the repair and preservation of existing historic materials and character 
defining elements. Where replacement is necessary, the new feature shall match the old in 
design, color, texture, and other visual qualities and, where possible, materials. The design of 
replacement features shall also be substantiated by documentary, physical, or pictorial 
evidence. 
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Staff Analysis 


Roofs are one of the key character-defining elements of the style of a house, as stated in Chapter 
5, Section I.1 of the Historic District Design Guidelines. Chapter 5, Section I.4 recommends that 
when replacing a roof, match the original materials as closely as possible. Furthermore, in areas 
where metal roofs are prevalent, metal is the preferred roofing material, as stated in Chapter 4, 
Section G.2. 


The applicant has provided a contractor statement, consistent with Section 1.9, Chapter 5 of the 
Historic District Design Guidelines, indicating that the existing main roof was severely damaged 
by fire, is unable to be repaired, and therefore must be reframed and replaced with new materials. 
The applicant proposes to reframe and re-sheet sections of the damaged main roof in-kind so as 
not to change the existing shape or massing of the structure. The preexisting pressed tin tiles on 
the main roof and dormer were original to the home and consisted of a circular pattern with 
vertical lines. Pressed tin and standing seam metal are the predominant roof materials used on 
Clay Street; therefore, the new roof material at the subject property should match as closely as 
possible to the original material in order to preserve the historic character of this structure and 
the surrounding area. The proposed pressed tin is very similar to the original, with the exception 
of the vertical lines that existed on the original tiles. Overall, the new pressed tin will evoke the 
same historic character, details, and appearance of the original pressed tin. 


In addition, the applicant proposes to install new simple black metal handrails on either side of 
the front porch steps to improve safety and comply with the homeowner’s insurance 
requirements. Chapter 5, Section J.2, of the Historic District Design Guidelines states: “Do not 
remove or radically change entrances and porches which serve to define the building’s overall 
historic character.” This property previously did not have handrails; therefore, new handrails 
should be modest in size and appearance so as not to detract from the historic entrance of the 
home. The proposed black metal handrails have a simple profile and they will be configured to 
align with the existing shape of the steps. In addition, black metal handrails are commonly used 
on other properties in the Historic District that were constructed during the early twentieth 
century and chose to add handrails at a later time. Therefore, the proposed black metal handrails 
are an appropriate design for this property. 


Summary and Recommendations 


Based on the above findings-of-fact, staff recommends approval of the following actions 
requested by Certificate of Appropriateness, HC-2017-00020, with the conditions noted below: 


1. Reframe the main roof and re-sheet roof where necessary in order to restore it back to its 
previous condition prior to the fire damage. 


2. Install new pressed tin roof tiles on the main roof and dormer in order to restore it back to 
its previous condition prior to fire damage. The material used shall be consistent with the 
applicant’s sample material provided. 


3. Install new black metal handrails on both sides of the front steps, to be consistent with the 
applicant’s photos. 
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4. Any additional improvements shall require a Certificate of Appropriateness. 


5. All required permits shall be obtained from the City of Suffolk. 


Attachments 


cc: Alvin Blow, contractor 
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As Custom Design LLC 
“YW 
GENERAL CONTRACTING 
Franklia, VA 
757-653-1520 
104 West Barrett St., Franklin VA. 23851 
Cell: 757-653-1520 Fax: 757-562-7277 


alvinblow2014@yahoo.com 
www.facebook.com/AlvinBlowConstructionandDesign 


May 8, 2017 
To whom it may concern: 
| present the following: 


1. Overview 
a. Home in historical district has been involved in a fire, and he home has sustained 
fire and water damage 
Tear off existing roof where necessary 
Re-frame existing roof where necessary with southern yellow pine 
Re-sheet roof where necessary with C and better pine 
Install new tin roofing tiles over the entire roof 
Install new steel metal front step rails 


moans 


2. Estimated time of construction 
a. Two to three years is the current projected time 


3. Contractor's Condition Statement 

Fire caused severe damage to the roof and attic space 

Excessive water damage has caused some of the plastered ceilings to fall out 
The entire house will have to be gutted 

Interior molding will be re-milled or recycled 

Interior doors will be recycled 

Home will be restored back to its original condition 


“mo aooD 


RES 

Alvin 

President & CEO 

A & B Custom Design, LLC 


HC2017-00020, 219 Clay Street 


Condition prior to fire damage: 
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HC2017-00020, 219 Clay Street 


HC2017-00020, 219 Clay Street 
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HC2017-00020, 219 Clay Street 


Preexisting pressed tin roof tiles: 


Proposed pressed tin roof tiles: 
V 


HC2017-00020, 219 Clay Street 


Proposed handrail style and configuration: 
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Property Maintenance Code Enforcement Update June 2017 


ADDRESS CODE VIOLATION(S) STATUS 


121 PINNER ST PROPERTY MAINTENANCE SCHEDULED FOR COURT ON 
ee ee 
118 PINNER ST PROPERTY MAINTENANCE COURT CASE CONTINUED UNTIL 
6/1/17 
215 GRACE ST PROPERTY MAINTENANCE SCHEDULED FOR COURT ON 
7/6/17 
223 BANK ST PROPERTY MAINTENANCE COURT CASE CONTINUED UNTIL 
aaa Fr 
220 PINNER ST PROPERTY MAINTENANCE SCHEDULED FOR COURT ON 
6/1/17 


Zoning 
Case Activity Report 
June 2017 


VIOLATION(S) JUDGEMENT | INSPECTOR 


Suffolk Tower Holdings LLC 181 N Main St Zoning feplacalniont MEWIAnpeal Ricky 
windows, no COA received 
Nansemond Wharf Southside Properties 216 Bank St zoning an acai ii 
Lakeisha Bradley 302 Bank St Zoning - Replacing pore | Gontinuad 9/7/2017 Ricky 
decking, no COA 
Zoning - exterior work without] HLC - approved , 
Thomas W Dana 310 Bank St 5/14/17 Ricky 
: Zoning - exterior work without] HLC - approved : 
Kimberly Brock 216 Pearl St 5/11/17 Ricky 
Zoning - expired COA, no ‘Knnlinatipn undies 
The First Lady/ Walter Boyette 447 W Washington St work performed to correct PP ‘ouiei Ricky 
violation 


HISTORIC CONSERVATION OVERLAY DISTRICT 
GENERAL CERTIFICATE OF APPROPRIATENESS 


Application Number: HC2017-00016AD 


THIS CERTIFICATE MUST BE POSTED IN A VISIBLE LOCATION 
ON THE PREMISES 


This is to certify that the proposed sign located at the following location has met the requirements of 
Section 31-413(f}(1) of the Unified Development Ordinance: 


Property Address: 600 West Washington Street 

Property Owner: Lasir LLC 

Property Owner’s Address: 600 West Washington Street 

Property Zoning Map Identification: 34G16(3)A*4 

Property Zoning: CBD, Central Business District, and HC, Historic Conservation Overlay District 


The following actions/conditions are approved: 


1. Install one (1) new wooden hanging sign to be a maximum of four (4) square feet in area. 
This sign will be installed above the main entrance of the storefront and hang from an 
existing fifty-two (52) inch metal bracket, and shall be fourteen (14) feet above the sidewalk, 
as shown in the approved attachment. 


2. The sign will consist of a white background and blue lettering, specifically Everard Chamber 
Blue (CW609), or equivalent from the approved Williamsburg Color Collection Palette. 


3. The sign may not be illuminated. Any existing signage at this suite must be removed prior to 
installation of this sign. 


4. A permit for encroachment into the public right of way is required and has been approved by 
the city. A copy of the approved permit is enclosed. 


THIS CERTIFICATE IS VALID FOR SIX (6) MONTHS. THE APPROVED ACTION(S) MUST 
COMMENCE WITHIN SIX (6) MONTHS, OTHERWISE A REQUEST FOR AN EXTENSION 
MUST BE GRANTED BY THE HISTORIC LANDMARKS COMMISSION OR THE 
ADMINISTRATOR BEFORE SUCH ACTION CAN COMMENCE. 


signed: [Oonna Columarv Signed: Cfed, 
(Zoning Administrator) (HLC Secretary) 


Bae weed Date: 5, td oa fit 


HISTORIC CONSERVATION OVERLAY DISTRICT 
GENERAL CERTIFICATE OF APPROPRIATENESS 


Application Number: HC2017-00019AD 


THIS CERTIFICATE MUST BE POSTED IN A VISIBLE LOCATION 
ON THE PREMISES 


This is to certify that the structure at the following location has met the requirements of Section 

31-413(f)(1) of the Unified Development Ordinance: 

Property Address: 231 Pinner Street 

Property Owner: Mr. Allyn Brown 

Property Owner’s Address: 231 Pinner Street 

Property Zoning Map Identification: 34G18(A)*154 

Property Zoning: RM, Residential Medium density, zoning district, and HC, Historic Conservation 
Overlay District 

The following actions/conditions are approved: 


1. Install a new concrete driveway off of Oakland Terrace to be twelve (12) feet in width by twenty (20) 
feet in length, for a total of 240 square feet in area. The driveway shall be located no closer than 
eighteen (18) feet from the side property line to the south, as shown on the applicant’s survey. 


2. Reinstall a section of wooden privacy fencing in the rear of the property (that was removed) to be six 
(6) feet in height. The entire privacy fence shall be consistent in materials, height, and stain color 
throughout. 


3. Install a new wooden access gate at the new driveway entrance to be six (6) feet in height and eight (8) 
feet in width. The access gate shall match the stain color of the existing wooden fence. 


4. Any additional improvements shall require a Certificate of Appropriateness. 


5. All required permits shall be obtained from the City of Suffolk. Please be advised that a Zoning Permit 
is required. 


THIS CERTIFICATE IS VALID FOR SIX (6) MONTHS. THE APPROVED ACTION(S) MUST 
COMMENCE WITHIN SIX (6) MONTHS, OTHERWISE A REQUEST FOR AN EXTENSION 
MUST BE GRANTED BY THE HISTORIC LANDMARKS COMMISSION OR THE 
ADMINISTRATOR BEFORE SUCH ACTION CAN COMMENCE. 


. 
signed: [QONNG Coloma Signed: CCA 
(Zoning Administrator) (HLC Sécretary) 


Date: S- le \] Date: wy 1A le: 


HISTORIC CONSERVATION OVERLAY DISTRICT 
GENERAL CERTIFICATE OF APPROPRIATENESS 
Application Number: HC2017-00021AD 


THIS CERTIFICATE MUST BE POSTED IN A VISIBLE LOCATION 
ON THE PREMISES 


This is to certify that the structure located at the following location has met the requirements of 
Section 31-413(f)(1) of the Unified Development Ordinance: 


Property Address: 514 West Washington Street 

Property Owner: Mr. Jonathan Wilenstein 

Property Owner’s Address: 122 Oakdale Terrace, Suffolk, VA 23434 

Property Zoning Map Identification: 34G17(2)A*1*2 

Property Zoning: CBD, Central Business District, and HC, Historic Conservation Overlay District 


The following actions/conditions are approved: 


1. The existing metal shingle roof will be cleaned and repaired in-kind. The main roof will be 
painted entirely with Hammered Silver (SW2840) or equivalent from the approved Sherwin 
Williams Exterior Color Preservation Palette. 


2. Reinstall wooden shutters (that previously existed) on either side of all windows on the first 
and second floors of the front fagade. Repaint all shutters with Roycroft Pewter (SW2848) or 
equivalent from the approved Sherwin Williams Exterior Color Preservation Palette. 


3. Paint the foundation entirely with Hammered Silver (SW2840) or equivalent from the 
approved Sherwin Williams Exterior Color Preservation Palette. 


4. Paint the existing siding entirely with Apollo Room Blue Light (CW620) or equivalent from 
the approved Williamsburg Color Collection Palette. 


5. Paint all exterior trim, cornices, and decorative elements Outside White (CW712) or 
equivalent from the approved Williamsburg Color Collection Palette. 


THIS CERTIFICATE IS VALID FOR SIX (6) MONTHS. THE APPROVED ACTION(S) MUST 
COMMENCE WITHIN SIX (6) MONTHS, OTHERWISE A REQUEST FOR AN EXTENSION 
MUST BE GRANTED BY THE HISTORIC LANDMARKS COMMISSION OR THE 
ADMINISTRATOR BEFORE SUCH ACTION CAN COMMENCE. 


signed: Kona Columai Signed. (Kr7 
(Zoning Administrator) (HLC Secretary) 


Date: oZ2271 4 _ Date: S/d Pf |} 


HISTORIC CONSERVATION OVERLAY DISTRICT 
GENERAL CERTIFICATE OF APPROPRIATENESS 


Application Number: HC2017-00022AD 


THIS CERTIFICATE MUST BE POSTED IN A VISIBLE LOCATION 
ON THE PREMISES 


This is to certify that the structure located at the following location has met the requirements of 
Section 31-413(f)(1) of the Unified Development Ordinance: 


| Property Address: 112 West Washington Street 

| Property Owner: Tower 112 LLC 

Property Owner’s Address: 112 West Washington Street 
Property Zoning Map Identification: 34G18(A)*296*297 
Property Zoning: CBD, Central Business District, and HC, Historic Conservation Overlay District 


The following actions/conditions are approved: | 


1. Install new Charter internet box and conduit in the rear alley, which is not visible to the public 
right-of-way, as shown in the applicant’s photos. 


| THIS CERTIFICATE IS VALID FOR SIX (6) MONTHS. THE APPROVED ACTION(S) MUST 

COMMENCE WITHIN SIX (6) MONTHS, OTHERWISE A REQUEST FOR AN EXTENSION 
MUST BE GRANTED BY THE HISTORIC LANDMARKS COMMISSION OR THE 
ADMINISTRATOR BEFORE SUCH ACTION CAN COMMENCE. 


Signed: ( LOOM Colman Signed: (Laxiel Leu 
(Zoning Administrator) (HLC Sé¢retary) 


Date: Silo (7 Date: Sli le 


